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192 Meteorology* 


METEOROLOGICAL TABLE* 

By Mr. Carey* of the Strand* 
For November 1806. 


Days of the 
Month. 

Thermometer. | 

Height of 
the Barom. 
Inches. 

Degrees of Dry¬ 
ness by Leslie’s 
Hygrometer. 

Weather* 

8 o’Clock, 
Morning* 

a 

0 

t? 

11 o’clock, 
Night. 

Oct. 27 

52° 

63° 

51° 

29-96 

25 

Fair 

28 

52 

61 

48 

•85 

10 

Cloudy 

29 

47 

55 

46 

30-22 

11 

Fair 

30 

45 

55 

45 

‘•12 

12 

Fair 

31 

46 

57 


29-76 

10 

Fair 

Nov. 1 

50 

59 

49 

•64 

12 

Fair 

2 

51 

53 

49 

•15 

0 

Stormy 

3 

50 

54 

48 

•10 

0 

Stormy 

4 

49 

50 

46 

*16 

0 

Rain 

5 

47 

55 

38 

•52 

25 

Fair 

6 

38 

48 

36 

•78 

20 

Fair 

7 

35 

48 

44 


15 

Fair 

8 

45 

55 

46 

•30 

22 

Fair 

9 

45 

52 

44 

•20 

18 

Fair 

10 

40 

47 

46 

•09 

5 

Cloudy 

11 

46 

48 

45 

•12 

16 

Fair 

12 

41 

45 

40 

•02 

2 

Cloudy 

13 

46 

56 

47 

•12 

12 

Cloudy 

14 

49 

53 

51 

•20 

3 

Cloudy 

15 

50 

53 

51 

29*82 

7 

Cloudy 

16 

41 

49 

45 

•76 

19 

Fair 

17 

46 

53 

51 

30-00 

16 

Cloudy 

18 

51 

55 

50 

29-80 

0 

Cloudy 

19 

47 

53 

40 

•60 

0 

Fair 

20 

38 

47 

40 

*42 

17 

Fair 

21 

46 

48 

37 

•02 

2 

Fair 

22 i 

34 

45 

37 

•50 

12 

Fair 

23 

38 | 

47 

46 

•65 

0 

Rain 

24 

49 

55 

55 | 

*90 

3 

Cloudy 

25 

55 

57 

53 

•71 

0 

Small rain 

26 

| 

54 

50 

1 

47 

*38 

0 

Rain 
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